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STATINTL 


PENINSULA ELECTRONIC SUPPLY 

3 Pa°LO L ALTO N CAUF L <MS ° U „ T "f' RST STREET 40 W.CABILAN STREET 

P A v.g.I?tTMI SAN JOSE, CALIF. SALINAS, CALIF. 

PAvnpprl 4-7201 CY«... 4.07 0 1 HA„l.on 2-5318 


3341 2 



NOTE 


Any morchondiio found to bo dofoetivo may bo roturnod foroxchango only. 
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